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FM AMEMBASSY CANBERRA 

TO SECSTATE WASHDC IMMEDIATE 2118 

UNCLAS CANBERRA 0207 


Message Text 


PLEASE TRANSMIT THIS CABLE TO MR. RICK CARRO, CONGRESSMAN 
WOLFF’S OFFICE, ROOM 2463, RAYBURN BLDG., WASHINGTON, D.C., 
FOR TRANSMISSION TO ADDRESSEE AND COPY TO DISTRICT OFFICE 


E.O. 11652: N/A 

TAGS: OREP (WOLFF, LESTER) 

SUBJECT: CODEL WOLFF, CANBERRA 
TO: MR. MICHAEL QUANE 
ST. FRANCIS HOSPITAL 
PORT WASHINGTON, NEW YORK 11050 

DEAR MR. QUANE 

YOUR MESSAGE TO CONGRESSMAN WOLFF WAS DELIVERED. WE TRIED 
TO REACH YOU ON JANUARY 6, 1978 BUT FOUND YOU HAD CHECKED OUT 
WITHOUT LEAVING A FORWARDING ADDRESS. 


WE DID NOT KNOW THE NAME OF THE VISA APPLICANT AND SINCE WE 
WERE LEAVING THAT DAY, WE ALERTED THE AMERICAN EMBASSY IN THE 
EVENT AN APPLIATON WAS RECEIVED FOR ST. FRANCIS HOSPITAL. 

THEY ASSURED US THAT IF YOU CONTACTED THE EMBASSY, EVERY ASSISTANCE 
WOULD BE OFFERED. 


WE ARE SORRY WE DID NOT MAKE CONTACT AND MR. WOLFF HAS ASKED 
ME TO EXPRESS HIS BEST WISHES. IF WE CAN BE OF ANY 
ASSISTANCE ON OUR RETURN AFTER JAN 22, PLEASE LET ME KNOW. 

ED PALMER, STAFF DIRECTOR 
UNCLASSIFIED 
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FOR CONGRESSMAN WOLFF 
SQUIRE 

NOTE BY OC/T: NOT PASSED ABOVE ADDRESSEE. 
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